SureNutri Diabetic 


SureNutri Diabetic is a complete balanced nutrition suitable as a sole source of nutrition or for 
supplementation, for the dietary management of Diabetic with or at risk of developing malnutrition. 
With low glycemic load & fortified with a blend of soluble Fibers for maintaining GIT Health. 


=" Caloric Distribution: 1ml/1Kcal 


Proteins 18% 

Carbohydrates 43% 

Fats ao” SURENUtri 
Diabetic 

Osmolality 393 mOsm/Kg Packaging 200ml Tetra Pak 

Administration Oral & Tube Feeding Flavor Vanilla 


= Indications: 
o Diabetes Mellitus o Stress included hyperglycemia 


o Glucose intolerance o Diabetic wounds 
o From 4 years old onwards 


= Nutritional Panel: 


UOM Per 100ml Per Serving Per 100Kcal 
Energy kcal 100 200 100 
Proteins g 4.60 9.20 4.60 
Carbohydrates g 9.64 19.3 9.64 
Fibers g 2.03 4.06 2.03 
Total Fat g 4.33 8.66 4.33 
Vitamins 
Vitamin A ug RE 94.2 188 94.2 
Vitamin D3 ug 2.21 4.41 2.21 
Vitamin E mga-TE 1.56 3.12 156 
Vitamin K ug 8.45 16.9 8.46 
Vitamin C mg 11.3 22.6 11.3 
Thiamine ug 100 201 100 
Riboflavin Hg 100 201 100 
Vitamin B6 ug 227 453 227 
Niacin mg 1.62 3.24 1.62 
Folic acid hg 19.9 39.8 19.9 
Vitamin B12 ug 0.40 0.80 0.40 
Pantothenic acid mg 0.53 1.07 0.53 
Biotin hg 1.89 3.78 1.89 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


Minerals 


Sodium mg 82.9 166 82.9 
Potassium mg 99.3 199 99.3 
Chloride mg 70.9 142 70.9 
Calcium mg 72.6 145 726 
Phosphorus mg 54.4 109 54.4 
Magnesium mg 18.3 36.6 18.3 
Iron mg 1.30 2.60 1.30 
Zinc mg 0.75 1.49 0.75 
Copper hg 132 264 132 
lodine ug 15.3 30.6 15.3 
Manganese ug 204 409 204 
Selenium ug 5.61 11.2 5.61 
Molybdenum hg 8.48 17 8.49 
Chromium ug 5.19 10.4 5.19 
Choline mg 38.7 71.4 38.7 
Inositol mg 49.8 99.7 49.8 
Taurine mg 4.46 8.91 4.46 
Carnitine mg 7.99 16 8.00 


e Product is Gluten & Lactose Free 


Catalogue No. 1733, 1553 
NUPCO Trade Code 5013170107804 
MOH Code 995801028 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


SureNutri Oral Supplement 


SureNutri Oral Supplement is a complete balanced nutrition suitable as a sole source of nutrition 
or for supplementation, for the dietary management of people with or at risk of developing 


malnutrition. 


Caloric Distribution: 1ml/1Kcal 


Proteins 16% 

Carbohydrates 50% 

Fats 34% 

Osmolality 360 mOsm/Kg Packaging 
Administration Oral & Tube Feeding Flavor 


= Indications: 


o General malnutrition 


o Decreased appetite 


o Involuntary weight loss 


= Nutritional Panel: 


o Inadequate dietary intake 


200ml Tetra Pak 


Vanilla 


o During or recovery form illness 


o Increased nutritional requirements 


SURENUt?ri 


Oral Supplement 


UOM Per 100ml Per Serving Per 100Kcal 
Energy kcal 100 200 100 
Proteins g 4.05 8.10 4.05 
Carbohydrates g 11.4 22.7 11.4 
Total Fat g 3.81 7.61 3.81 
Vitamins 
Vitamin A ng RE 88.7 177 88.7 
Vitamin D3 ug 2.14 4.28 2.14 
Vitamin E mg o-TE 1.42 2.84 1.42 
Vitamin K ug 8.06 16.13 8.06 
Vitamin C mg 9.69 19,39 9.69 
Thiamine ug 97.4 195 97.4 
Riboflavin ug 97.5 195 97.5 
Vitamin B6 ng 193 387 193 
Niacin mg 1.40 2.81 1.40 
Folic acid hg 19.2 38.4 19.2 
Vitamin B12 ug 0.34 0.68 0.34 
Pantothenic acid mg 0.52 1.04 0.52 
Biotin ug 1.84 3.67 1.84 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


Minerals 


Sodium mg 89.8 180 89.8 
Potassium mg 139 278 139 
Chloride mg 65.9 132 65.9 
Calcium mg 61.8 124 61.8 
Phosphorus mg 48.9 97.8 48.9 
Magnesium mg 15.8 31.6 15.8 
Iron mg 1.29 2.59 1.29 
Zinc mg 0.73 1.47 0.73 
Copper ug 122 244 122 
lodine ug 12 23.9 12 

Manganese hg 172 345 172 
Selenium ug 5.42 10.8 5.42 
Molybdenum ug 6.94 13.9 6.94 
Chromium ug 4.16 8.32 4.16 
Choline mg 34.8 69.6 34.8 
Inositol mg 8.08 16.2 8.08 


e Product is Fiber, Gluten & Lactose Free 


Catalogue No. 1797, 1554 
NUPCO Trade Code 5013170104703 
MOH Code 540010000 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


SureNutri Oral Supplement - Fiber 


SureNutri Oral Supplement — Fiber is a complete balanced nutrition suitable as a sole source of 
nutrition or for supplementation, for the dietary management of people with or at risk of developing 


malnutrition. Fortified with a blend of soluble Fibers for maintaining GIT Health. 


=" Caloric Distribution: 1ml/1Kcal 


Proteins 16% 

Carbohydrates 50% 

Fats 34% 

Osmolality 425 mOsm/Kg Packaging 
Administration Oral & Tube Feeding Flavor 


= Indications: 
o General malnutrition 
o Digestive irregularities 
o Long term feeding 


= Nutritional Panel: 


SURENUtri 


Oral Supplement 


AN) 


5 9 
protein 81S 


200ml Tetra Pak 
Vanilla 


o Inadequate dietary intake 


o During or recovery form illness 


o Increased nutritional requirements 


UOM Per 100ml Per Serving Per 100Kcal 
Energy kcal 100 200 100 
Proteins g 4.05 8.10 4.05 
Carbohydrates g 11.4 22.7 11.4 
Fibers g 2.03 4.06 2.03 
Total Fat g 3.81 7.61 3.81 
Vitamins 
Vitamin A ug RE 88.7 177 88.7 
Vitamin D3 ng 2.14 4.28 2.14 
Vitamin E mg o-TE 1.42 2.84 1.42 
Vitamin K ug 8.06 16.13 8.06 
Vitamin C mg 9.69 19.39 9.69 
Thiamine hg 97.4 195 97.4 
Riboflavin ug 97.5 195 97.5 
Vitamin B6 ug 193 387 193 
Niacin mg 1.40 2.81 1.40 
Folic acid ng 19.2 38.4 19.2 
Vitamin B12 ug 0.34 0.68 0.34 
Pantothenic acid mg 0.52 1.04 0.52 
Biotin Lg 1.84 3.67 1.84 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


Minerals 


Sodium mg 89.8 180 89.8 
Potassium mg 139 278 139 
Chloride mg 65.9 132 65.9 
Calcium mg 61.8 124 61.8 
Phosphorus mg 48.9 97.8 48.9 
Magnesium mg 15.8 31.6 15.8 
Iron mg 1.29 2.59 1.29 
Zinc mg 0.73 1.47 0.73 
Copper ug 122 244 122 
lodine ug 12 23.9 12 

Manganese hg 172 345 172 
Selenium ug 5.42 10.8 5.42 
Molybdenum ug 6.94 13.9 6.94 
Chromium ug 4.16 8.32 4.16 
Choline mg 34.8 69.6 34.8 
Inositol mg 8.08 16.2 8.08 


e Product is Gluten & Lactose Free 


Catalogue No. 1712, 1555 
NUPCO Trade Code 5013170104802 
MOH Code 540010002 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


SureNutri Hi Calorie 


SureNutri Hi Calorie is a nutrient dense complete balanced nutrition high in calories & proteins, 
suitable as a sole source of nutrition or for supplementation, for the dietary management of 
malnutrition for medical conditions requiring restricted fluid intake. 


= Caloric Distribution: 1ml/1.5Kcal 


Proteins 15% 

Carbohydrates 57% 

Fats 28% 

Osmolality 852 mOsm/Kg Packaging 
Administration Oral & Tube Feeding Flavor 


= Indications: 
o General malnutrition 


o Oral surgery patients 
o Protein malnutrition 


= Nutritional Panel: 


SURENUtri 


High Calorie 


9 
L 


200ml Tetra Pak 
Vanilla 


o Oncology patients 


o Pressure ulcers 


o Increased nutritional requirements 


UOM Per 100ml Per Serving Per 100Kcal 
Energy kcal 150 300 100 
Proteins g 5.71 11.4 3.81 
Carbohydrates g 21.5 43 14.3 
Total Fat g 4.58 9.16 3.05 
Vitamins 
Vitamin A ug RE 135 270 90.1 
Vitamin D3 ug 3.28 6.55 2.18 
Vitamin E mga-TE 1.81 3.63 1.21 
Vitamin K ug 11.7 23.5 7.83 
Vitamin C mg 13.4 26.8 8.92 
Thiamine ug 146 292 97.4 
Riboflavin hg 147 294 98 
Vitamin B6 ug 291 583 194 
Niacin mg 2.12 4.24 1.41 
Folic acid ug 29.3 58.6 19.5 
Vitamin B12 ug 0.56 1.11 0.37 
Pantothenic acid mg 0.79 1.59 0.53 
Biotin ug 2.81 5.62 1.87 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


Minerals 


Sodium mg 98.9 198 65.9 
Potassium mg 172 345 115 
Chloride mg 83.9 168 55.9 
Calcium mg 130 260 86.8 
Phosphorus mg 83.8 168 55.9 
Magnesium mg 19.2 38 12.8 
Iron mg 1.68 3 1.12 
Zinc mg 1.03 2 0.69 
Copper ug 179 357 119 
lodine ug 17.1 34 11.4 
Manganese ng 264 529 176 
Selenium ng 7.89 15.8 5.26 
Molybdenum ng 11.3 22.7 7.56 
Chromium ug 6.25 12.5 4.17 

Choline mg 478 95.5 31.8 

Inositol mg 32.5 64.9 21.6 

Taurine mg 6.62 13.2 4.41 

Carnitine mg 7.99 16 5.33 


e Product is Lactose Free 


Catalogue No. 1711, 1556 
NUPCO Trade Code 5013170104906 
MOH Code 540010001 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


SureNutri Hi Calorie - Fiber 


SureNutri Hi Calorie is a nutrient dense complete balanced nutrition high in calories & proteins, 
suitable as a sole source of nutrition or for supplementation, for the dietary management of 
malnutrition for medical conditions requiring restricted fluid intake. Fortified with a blend of 
soluble Fibers for maintaining GIT Health. 


=" Caloric Distribution: 1ml/1.5Kcal 


Proteins 15% 
Carbohydrates 57% A 
Fats 28% SuRENUtri 


High Calorie 


Ae 
Osmolality 901 mOsm/Kg Packaging 200ml Tetra Pak 0 
LZ 


Administration Oral & Tube Feeding Flavor Vanilla 


9 
Protein 1.4 


Gluten Free li 


= Indications: 


o General malnutrition o Oncology patients 
o Oral surgery patients o Pressure ulcers 
o Protein malnutrition o Increased nutritional requirements 


= Nutritional Panel: 


UOM Per 100ml Per Serving Per 100Kcal 
Energy kcal 150 300 100 
Proteins g 5.71 11.4 3.81 
Carbohydrates g 20.8 41.6 13.9 
Fibers g 1.43 2.87 0.96 
Total Fat g 4.58 9.16 3.05 
Vitamins 
Vitamin A ng RE 135 270 90.1 
Vitamin D3 ng 3.28 6.55 2.18 
Vitamin E mg a-TE 1.81 3.63 121 
Vitamin K hg 11.8 23.6 7.86 
Vitamin C mg 13.4 26.9 8.95 
Thiamine ng 146 292 97.2 
Riboflavin ng 147 294 98.1 
Vitamin B6 ug 291 583 194 
Niacin mg 2.12 4.24 1.41 
Folic acid ng 29.3 58.6 19.5 
Vitamin B12 Hg 0.56 1.11 0.37 
Pantothenic acid mg 0.79 1.59 0.53 
Biotin ng 2.81 5.62 1.87 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


Minerals 


Sodium mg 98.8 197.7 65.9 
Potassium mg 172 345 115 
Chloride mg 83.9 168 55.9 
Calcium mg 130 260 86.8 
Phosphorus mg 83.8 168 55.9 
Magnesium mg 19.2 38.4 12.8 
Iron mg 1.68 3.35 1.12 
Zinc mg 1.03 2.07 0.69 
Copper Lg 179 358 119 
lodine ug 17.1 34.2 11.4 
Manganese hg 263 526 175 
Selenium ng 789 15.8 5.26 
Molybdenum ng 11.3 22.7 7.56 
Chromium ng 6.24 12.5 4.16 
Choline mg 46.9 93.8 31.3 
Inositol mg 32.5 65 21.7 
Taurine mg 6.62 13.2 4.41 
Carnitine mg 7.99 15.99 5.33 


e Product is Lactose Free 


Catalogue No. 1713 
NUPCO Trade Code 5013170105004 
MOH Code 540010003 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


SureNutri Pulmonary 


SureNutri Pulmonary is a nutrient dense complete balanced nutrition high in calories, proteins & 
low in Carbohydrates, suitable as a sole source of nutrition or for supplementation, for the dietary 
management of Pulmonary conditions. 


=" Caloric Distribution: 1ml/1.5Kcal 


Proteins 17% 

Carbohydrates 27% 

Fats 56% 

Osmolality 740 mOsm/Kg Packaging 
Administration Oral & Tube Feeding Flavor 


= Indications: 


o Chronic Pulmonary 


disease 


o Ventilator dependency 


= Nutritional Panel: 


200ml Tetra Pak 


Vanilla 


o Respiratory distress 


SURENUtri 


Pulmonary 


AN 


Protein ne : 


UOM Per 100ml Per Serving Per 100Kcal 
Energy kcal 150 300 100 
Proteins g 6.40 12.8 4.27 
Carbohydrates g 9.95 19.9 6.63 
Total Fat g 9.39 18.8 6.26 
Vitamins 
Vitamin A ug RE 152 304 101 
Vitamin D3 ug 3.15 6.30 2.10 
Vitamin E mga-TE 3.10 6.19 207 
Vitamin K ug 13.5 27 3.99 
Vitamin C mg 21.5 43 14.3 
Thiamine ug 145 289 96.5 
Riboflavin ug 144 289 96.2 
Vitamin B6 ng 492 984 328 
Niacin mg 3.37 6.75 2.25 
Folic acid ng 28.3 56.7 18.9 
Vitamin B12 ug 0.47 0.94 0.31 
Pantothenic acid mg 0.76 1.52 0.51 
Biotin pg 2.70 5.40 1.80 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


Minerals 


Sodium mg 131 262 87.3 
Potassium mg 179 359 120 
Chloride mg 170 340 113 
Calcium mg 108 217 72.2 
Phosphorus mg 115 229 76.5 
Magnesium mg 42.7 85.4 28.5 
Iron mg 1.85 3.71 1.24 
Zinc mg 1.08 2.16 0.72 
Copper ug 240 480 160 
lodine Lg 15.6 31.2 10.4 
Manganese ug 453 907 302 
Selenium ug 7.98 16 5.32 
Molybdenum ng 14.6 29.2 9.73 
Chromium ng 12.8 25.7 8.56 
Choline mg 59.9 120 40 

Inositol mg 7.94 15.9 5.30 
Taurine mg 6.37 12.7 4.25 
Carnitine mg 15 30.1 10 


e Product is Lactose Free 


Catalogue No. 1517 
NUPCO Trade Code 5013170105503 
MOH Code 540010008 


Manufactured by: International Pediatric Nutrition Company P.O. Box 8524, Riyadh 11492, Saudi Arabia. 


Made in the Kingdom of Saudi Arabia 


